ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT F-B-5 


DATE 


OFFICER 1 
OFFICER 2 


02-26-15 
C. MOONEY # 124 
R. REYES #117 


SUPERVISOR. REYES 


R 
1200 


1240/14 
50 


1310/14 
45 
1500/15 
10 


1510/15 
20 


1535/16 
05 
1725/18 
30 


1845/19 
00 


1930/19 
45 
2000/20 
10 


2030 


BRIEFING; ALL EQUIPMENT CHECKED OUT IN GOOD 
WORKING ORDER. 


BUSINESS CHECK AT 6563 HOLLYWOOD BLVD. ( METRO 
P.C. ). WE SPOKE TO EMPLOYEE ERIC. 


BURBANK; ( FIRE ARMS QUALIFICATIONS ). 


CONTACT/ ADVISED A SUBJECT SLEEPING ON THE 
PROPERTY AT 6254 LEXINGTON ( TACO BELL ). HE 
COMPLIED AND LEFT THE LOCATION WITHOUT 
INCIDENT. 


CONTACT/WARNED 6 SUBJECTS FOR SITTING ON THE 
PUBLIC WALKWAY AND BLOCKING PEDESTRIAN TRAFFIC. 
THEY COMPLIED WITHOUT INCIDENT. 


CODE-7. 


OFFICE; PER. E-40 HAD TO UPDATE WORK-SHEET AND 
02-25-15 LOG, DUE TO WORKING OVERTIME ON A LATE 
INCIDENT CALL AT 6051 HOLLYWOOD BLVD. 
ADDITIONAL; UPDATE 02-26-15 LOG. 


CONTACT/WARNED (ROBERT RAMIREZ DOB 04-26-81 
AR# 15-0131) FOR DRINKING BEER IN FRONT OF 
1810 CAHUENGA (ON THE PROPERTY OF THE 711 
STORE ). HE HAD A 40 OZ CAN “211 STEEL RESERVE 
“, THE CAN WAS HALF EMPTY AND COLD TO THE 
TOUCH. WE OFFERED HIM INFORMATION 
REGARDING OUTREACH PROGRAMS. HE THANKED 
US FOR NOT CITING HIM WITH AN APOLOGY. 


OFFICE; UPDATED LOG INPUT. 

EXTRA PATROL AT 6801 HOLLYWOOD BLVD. (THE H & H 
PARKING STRUCTURE ). WE CHECKED SEVERAL LEVELS 
FOR LAMC VIOLATIONS. NONE NOTED. 


END OF WATCH; ALL EQUIPMENT RETURNED IN GOOD 
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WORKING ORDER. 
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